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Walters Is Sworn In 

WASHINGTON, May 22 (UPI) — 
Vice President Bush swore in Lieut. 
Gen. Vernon A. Walters, former 
Deputy Director of Central Intelli- 
gence, as chief United States repre- 
sentative at the United Nations today. 
General Walters succeeds Jeane J. 
Kirkpatrick, who resigned the post to 
return to private life. 
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